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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 1 19338 
ORIGIN OC-06 

INEO OCT-OI AE-IO ISO-00 CCO-00 /0I7R 

DRAETED BY OC/PE-E/SP:JAGIZA:PG 
APPROVED BY OC/PE:CGSHAW 
DESIRED DISTRIBUTION 
OC/S, A/OC/AF 

241740Z 024429/41 

PR24I6I6ZMAY 77 
FM SECSTATE WASHDC 
TO AMEMBASSY LILONGWE PRIORITY 
INEO AMEMBASSY NAIROBI 

CONEIDENTIAL STATE 1 19338 

LILONGWE EOR ALT ./SHIELDS SUPERVISOR GEISS 

E.O. 1 1652: XGDS-2 

TAGS: ABLD, AMGT 

SUBJECT: SHIELDED ENCLOSURE 

REF: LILONGWE 0713 

1. POGGI HAS JUST INFORMED DEPT. THAT SQUARE D ADVISED HIM 
THAT 50 AMP MAIN BREAKER REQUESTED IN REETEL IS NOT 
COMPATIBLE WITH 150 AMP PANEL DESCRIBED IN REETEL. 

2. PLEASE ADVISE ALTERNATIVE SOLUTION. VANCE 


CONEIDENTIAL 


NNN 
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